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UNCLASSIFIED 

PAGE 01 at; EX AN 00777 281227Z 

ACTION NEA-10 

INFO OCT-01 ISO-OO OES-06 MED-03 CIAE-00 INR-07 NSAE-00 
PRS-01 AID-05 IGA-02 DODE-OO /035 W 

281230Z 009460/14 

R 271410Z DEC 76 
FM AMCONSUL ALEXANDRIA 
TO SECSTATE WASHDC 0521 
INFO AMEMBASSY CAIRO 
AMCONSUL PORT SAID VIA POUCH 

UNCLAS ALEXANDRIA 0777 

E.O. 11652: N/A 
TAGS: SWEL, EG 

SUBJECT WATER SUPPLY TO EASTERN ALEXANDRIA 

REF: ALEXANDRIA 0771 

1 . ALTHOUGH UNABLE MEET HOPED-FOR TARGET ON RESUMPTION OF 
WATER SUPPLY TO ENTIRE EASTERN SECTION OF ALEXANDRIA (REFTEL), 
HEROIC EFFORTS OF WATER ORGANIZATION MAINTENANCE WORKERS, 
FIREMEN AND PUBLIC AND PRIVATE SECTOR TECHNICIANS DID RESTORE 
ALMOST FULL SERVICE BY DECEMBER 24, ONE WEEK AFTER DISASTROUS 
FLOODING OF SIOUF PUMPING STATION. 

2. GOVERNOR'S OFFICE, IN PRESS RELEASE, PRAISED THEIR WORK 

AND UNUSUAL DISPLAY OF COMMUNITY SPIRIT IN WHICH LOWLAND AND 
LOWER FLOOR APARTMENT DWELLERS OF ALEXANDRIA OPENED THEIR 
WATER TAPS WHICH DID REGAIN LOW PRESSURE FEED TO NEIGHBORS AND 
EVEN STRANGERS FROM UPPER FLOORS AND HIGHER LEVEL QUARTERS. 
WHOLE EXERCISE ENDED IN ALMOST CARNIVAL ATMOSPHERE OF "SHOWER 
PARTIES" AT HOMES AND CLUBS IN UNAFFECTED AREAS, AND WITH GREAT 
SIGH OF RELIEF THAT NO RPT NO HEALTH HAZARDS ERUPTED DURING 
WEEK'S "URBAN DROUGHT." 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: WATER SUPPLY SYSTEM 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 27 DEC 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ALEXAN00777 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760473-1061 
From: ALEXANDRIA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1976121 1/aaaaajga.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 ALEXANDRIA 771 
Review Action: RELEASED, APPROVED 
Review Authority: morefirh 
Review Comment: n/a 
Review Content Flags: 

Review Date: 20 MAY 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <20 MAY 2004 by hattaycs>; APPROVED <30 DEC 2004 by morefirh> 

Review Markings: 
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EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: WATER SUPPLY TO EASTERN ALEXANDRIA 
TAGS: SWEL, EG, ALEXANDRIA 
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